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TAGSGC ETRD, EIND, TBIO, CS 

SUBJECT: FDA ADVISORY - ON-STERILE DRUG PRODUCTS 

1. FDA ADVISES THAT VARIOUS AQUEOUS HORMONE SUSPENSIONS MANUFACTURED 
BY MYERS CARTER LABORATORIES, DIVISION OF CHROMALLOY PHARMACEUTI- 
CALS, INC. 5160 WEST BETHANY HOME ROAD, GLENDALE , ARIZONA 

85301 MAY BE NON-STERILE, AND THEREFORE REPRESENT A POTENTIAL 
HAZARD TO HEALTH. 

2. THE FOLLOWING PRODUCTS WERE RECEIVED BY LABORATORIOS 
QUIMICOS INDUSTRIES, S.A.. APARTADO 10288, SAN JOSE, COSTA RICA. 

PRODUCT STRENGTH SIZE LOT NO. 

DUROTHEELIN SUSPENSION 2 MG/ML 10 ML 3M021 
NATURAL ESTROGENIC 

SUSPENSION 2 MG/ML 10 ML 3J057 

PROGESTERONE SUSPENSION 50 MG/ML 10 ML 74A044, 

74D032 

TESTOSTERONE SUSPENSION 50 MG/ML 10 ML 3M002 

3. POST IS REQUESTED TO DETERMINE IF FOREIGN CONSIGNEE HAS 
RECEIVED DETAILED INSTRUCTIONS REGARDING RECALL OF ABOVE 
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